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BILL NO. S-71-05-7- J 

SPECIAL ORDINANCE NO. S- / ^ // 

AN ORDINANCE approving contract with NATIONAL 
MILL SUPPLY COMPANY for Copper Wire for the 
Light Construction Department. 

BE IT ORDAINED BY THE COMI-ION COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. A certain contract approved May 19, 1971, 

between the City of Fort Wayne, by and through its Mayor and the 

Board of Public Works, and NATIONAL MILL SUPPLY COMPANY, for: 

5000 lbs. 400,000 CM, 37 strand, bare, 
dead-soft annealed Copper Wire, for the 
Light Construction Department, 

for a total cost of $3,884.00, all as more particu]a:ly set forth 
on CITY UTILITIES PURCHASE ORDER NO. 1570, which is by reference 
incorporated herein and made a part hereof, is hereby in all 
things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 
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Read the third time in full and on motion by 
seconded by 




Passed ^ti0ST) by the following vote; 



and duly adopted, placed on its passage. 
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Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as^ 
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Mayor 


S-71-05-23 


Bill No. 

REPORT OF THE COJrlMITTEE ON CITY TTTITiTTTRH 

We, your Committee on City TTtil itieR to whom was referred an Ordinance 

approving contract with NATIONAL MILL SUPPLY COMPANY for Copper Wire for tha 

T.ight. Cnnatmctinn Oepartment , 


have had said Ordinance under (yJOi^deration and beg leave to report back to the Common 



Council that said Ordinance f ^ PASS. 

JACK K. DTTNTFONj Chairman ^^7*^ , > 1 J ^ ^ '• 


WTTJ.TAM K- CFAKF.j. Vie^-Chairma:n- 






THOMAS G. ADAMS — 

, JOHN NPCKOLS 

-HERBERT G. TIPTOM 



CONCURRED IN 

py^-^p I - fY - 7 I F UAD G. BONAHOOM, CITY CLERK 


